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3.125  (a) 

FACILITIES,  GENERAL 

(a)  StnxHural  strengrtti  The  facility  must  oe  oonstructed  of  SL>ch  matenia)  and  ol  sucli  strengiiri  as  apprcpriale  for  the 
animals  invglviad.  The  indopf  and  putdkppr  housing  fapilHiaa  shall  Ss  strmcfurally  sound  and  shall  be  maintained  in 
good  repair  to  profit  lha  animals  Irom  Injury  and  lo  contain  Ifta  animals. 

'"Thefe  is  nn6  olavaled  nesting  surface  within  an  ancinsuna  that  cdnilaini£  2 tigers  that  ha^.  became  axiremely  worn, 
splmtsrod  ar^  Is  ixi  longer  iln  good  repair.  This  strudurs  musi  be  maintained  In  good  repair  or  replaced  when 
damaged  to-  protect  the  contained  animah  from  injury. 

To  be  corrected  by  Sr  i 5/ 1 0 
3.127  (c) 

FACILITIES,  OUTDOOR. 

(cS  Drainage.  A suitable  method  shall  be  provided  to  rapkJiy  eliminate  excess  warter.  The  method  of  drainage  shaJI 
wmply  with  appl»wble  FaiferaL  Slafe,  and  Iggpj  laws  and  regulafign^  relating  to  pollulign  gpn|rgl  or  ftie  prpteqtipn  ot 
lh&  environment. 

'"ThBra  are  a series  of  intefoennectad  enclOrSurea  housing  4 tigers  at  ihpe  beck  ol  the  tecilrty  and  one  of  ihe 
enclosures  contains  a pool  for  the  tigers.  The  enclosure  with  the  pool  is  retaining  water  because  the  drams  used  to 
remove  OKcess  wgier  are  blocked  or  nonfuncliorml.  An  g.diacent  enclosure  has  algo  tjeoome  muddy  which  can  result 
in  soiling  ol  Itie  animals"  hair  coats.  The  current  drainage  systam  musJ  be  repaired  or  modllled  m the  inlerconnecled 
enclosures  so  that  excess  water  is  rapidly  elimifialed  lo  minimize  solHng  ol  the  contained  animals  and  lo  proi/ide  an 
environment  Ihfll  is  Bppropriato  lor  Itie  animals  heahh  and  well  being. 

To  be  corrected  by  5vl  2/1 0 
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3.127  (d) 

FACILITIES.  OUTDOOR, 

(d)  Perimeier  fence  On  of  after  May  17, 2000.  all  oulttoor  housing  facilrtKS  (t.e.,  ladlilies  not  entirely  inttoors)  most 
be  enckKed  by  a perimeier  fenae  that  is  el  sulfipient  height  te  keep  animals  and  unautherized  perwns  ou|.  Fenees 
lass  thani  (i  feat  hrgn  for  polanllally  dar^orous  animals,  stich  as,  bul  not  limited  to,  largo  falines  (e.g.,  lions,  tigers, 
teopands,  cougars,  etc.).  Dears,  wolves,  rhinoceros,  and  elephants,  or  less  than  6 feet  high  for  other  animals  must  be 
approved  in  wriiing  by  Ihe  Administrator.  The  fenoa  must  be  oonstructed  so  that  it  protects  Itie  animals  in  ihe  Facility 
by  restricting  anlnials  and  unauthorized  persons  from  going  through  it  or  under  ll  and  having  contact  with  Ihe  animals 
in  the  facirty,  and  so  that  it  can  Function  as  a secondary  containment  system  lor  the  animals  in  the  facility.  It  mual  be 
of  sulficionl  dislaripca  From  the  outside  oF  tha  primary  onclosure  lo  prevent  physical  oontact  botwaon  animals  inside  Ihe 
enclosure  and  animals  or  persons  outside  the  perimeter  fence.  Such  fences  less  than  3 feet  in  distance  from  the 
primary  enclosure  mitsf  be  approv'ed  in  writing  by  the  Administrator. 

’**There  is  one  section  of  perimeter  lencing  connected  to  Ihe  service  gate  at  the  front  of  Ihe  Facility  and  eiitending  to 
the  eleotric  fencing,  which  is  made  ol  '6  Foot  chain  link  Fencing  with  an  extension  containing  elrarxls  of  barbed  wire  pn 
Iho  lop.  Tha  barbed  wirs  areas  are  being  pulled  down  by  oyarhanglryg  vines  which  prevent  this  secljon  of  lenoo  from 
being  8 feet  as  riequired  for  dangerous  animals  coniained  on  the  premises-  The  fencing  most  be  maintained  and^'or 
oonafi'ucjed  of  such  maberiab  ihai  will  ertsure  dangerous  animals  are  oenlairted  within  an  8 Foot  perlmetBr  fenoa  and 
to  rasl/ict  animals  and  onaulhonzad  persons  from  entering  the  facility. 

To  be  correoled  by:  TVS/ltl. 


Mole:  This  was  a focused  inspection  of  all  dangerous  animals  and  seteded  ncn-dangenous  animals.  An  exit  briefing 
was  conduciad  wilh  fba  lipansaa  on  5i'4/1 0. 
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2,131  (c)  (1) 

HANDLING  OF  ANIMALB- 

(cKI)  During  public  e)(h<}ilic!i,  any  animal  must  be  handled  sa  lf»ere  ig  minimal  risK  cf  harm  to  Ihe  animal  and  to  tbe 
public,  wilb  culficiani  diaLande  and^cr  barriers  betwaan  lha  ariiimiaJ  and  the  general  viewing  iiublic  sc  ae ![:» assure  Ihe 
safety  of  animals  and  the  public. 

’**PhotQS  sfww  a vplynlear  srtling  directly  next  1o  a 10  monlb  old  tiger.  No  banfiers  ware  observed  betweert  lha 
volunteer  and  the  tiger.  Significant  harm  tmild  resuH  due  lo  Ihe  Failure  to  maintain  baniers  between  clangerious 
animals  and  llu  public..  SuFliciant  disjance  and.'ar  barnars  musi  be  mainlalned  balween  dar>gerous  animals  and  Lba 
public  10  assure  Ihe  safety  of  all  involved.  Correcl  immediately. 

This  loojsed  inspectiofi  was  conducted  based  on  a oomplaini  received  by  the  Eastern  Regional  Office.  Inspection 
arxl  eK'rf  intsrview  ware  [;[?n[;lucled  with  lha  owner. 


End  of  report 


Prepared  By: 

CARLOTTA  E GROVES,  D.  V.  M.,  USDA,  APHIS,  Animal  Care  Date: 

Title ; VETE  Rl  MARY  M EDICAL  OFFIC  EP  IngpectOf  601 0 Jan-07-201 0 

Received  By: 

Title; 

Page  i fjf  i 


Date: 

Jan-07-2010 


USDA 


United  States  Depanment  of  Agriculture  cnuy^tu 

Animal  and  Planl  Hsallh  liispsclion  S^arvica  eji44$4i474'i4a  in^ 

Inspection  Report 


SITE  ARMS  ZOOLOGICAL  RESCUE  AMP  REHAB 


3690&  BLANTON  FD, 


Customer  IP:  ie535 
Certificate:  53-0-0303 
Site;  001 

eTFARNSTCOIOClCAl  HFSOJF  AWR  RFl-WR 


DADE  CITY,  FL  3352S 


Type:  ROJTINE  INSPECTION 
Dale:  Jaa-07-2010 


This  report  is  amended  to  correct  inspection  report  7101130470043  to  nemofve  cilation  2. 131  (c)  (1).  whicti  was 
delaithiried  Id  be  in  error  and  Id  alidw  the  lafilily  wae  nnl  in  vinlatidri  d1  AWA  re^ulaliorr^. 

End  df  reparl. 


Prepared  By: 

CARLOTTA  E GROVES,  D.  V.  M,,  USDA,  APHIS,  Animal  Care  Date: 

Title:  VETERINARY  MEDICAL  OFFICER  Inspector  6010 Apr-07-2010 


(b)(e),  (b)(7)(c) 


Title: 


Page  i i 


Date: 

Apr-07-2010 


USDA 


United  SHates  Deparimenr  of  Agriculture 
Animal  and  Planl  HdaHh  liiafnclion  S^arvica  SK@i94Qi90ij3  insp  lu 
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Dale;  Ocl-f3-2009 


3,127  (t?) 

FACILITIES.  OUTDOOR 

(t?)  Shelter  From  iricleii»erift  weather.  Maiural  or  artificial  sFielter  appropriate  to  tfie  local  climatic  conditions  For  the 
specisa  cdrio^rnad  ahall  ba  pra-vidad  Far  alt  animala  kapl  ouldaara  ta  atlard  IFiam  protactian  and  la  pravenl  diaaomtart 
to  such  animals  Irxtrvkiual  animals  stiall  be  acclimated  before  tfiey  are  exposed  lo  Ihe  eirtrennies  of  tFie  individual 
cJimaFe. 


“*The  tf/ocd  top  oF  the  shelter  bo*  For  the  iFiree  jungle  certs  is  in  -tfcrepair  From  scratching/chewing.  This  top  needs  to 
be  raplaoad  or  a n&w  oheltar  providad. 

'"Thara  is.  no  sliialier  provided  For  Ilia  tlirae  buHald  and  tfie  two  boeialD  housed  in  the  back  sectiari  ol  tfie  compound. 
Shelter  must  be  provided  to  alford  the  animals  prelection  and  to  prevent  discomfort. 

Corrscl  by;l0-l5-(!)9. 

3,127  (fJ) 

FACILITIES.  OUTDOOR 

(d)  Perirrieler  fence  Or  or  after  May  17, 2000,  all  ouldoor  housing  facilities  (i.e.,  lacililies  not  entirely  indoors)  must 
he  ortclDadd  by  a 

perimeter  fence  that  is  of  suFfeierit  height  to  keep  animals  and  unauthorised  persons  out.  Fences  less  than  6 feet 
high  Ipr  pgFonfiglly  dangargijs  animals,  such  as,  bdl  nol  limited  1o,  lerge  telinee  (e.g.,  lions,  Figere,  leopards,  cougars, 
etc.L  bears,  wolves,  rhinoceros,  and  elephanis.  or  less  than  6 feet  high  For  other  animals  must  be  approved  In  wriling 
by  the  Administrator.  The  Fence  must  be  oonstructed  so  thai  it  protsets  the  animals  in  the  ladlity  by  restricling  animab 
and  unaullionized  persons  From  going  through  it  or  under  it  and  having  contact  with  tha  animals  in  the  facility,  and  so 
that  il  can  function  as  a secorxJary  containment  system  for  ihe  animals  in  the  tacilily  H must  be  of  suFficieni  distance 
from  ihe  nutsida  m tho  primary  Rnclosuro  to  pravont 

physical  contact  between  animals  inside  the  enclosure  and  animals  or  persons  outsde  the  perimeter  fence.  Such 
fences  lew  |F»en  3 Feef  in  -qisfarioe  Frpm  fhe  primary  enolwure  must  be  ppprpverti  in  writing  by  (he  Adminig|rator. 


Prepared  By: 

MEGAN  E ADAIV1S.  A C I USDA,  APHIS,  Animal  Care 

Title;  ANIMAL  CARE  INSPECTOR  Inspector  1327 


Date: 
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Title; 


(b)(e),  (b)(7)(c) 


Date: 

Od-1 3-2009 


USDA 


United  States  Depanment  of  AgricuHnre 
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Inspection  Report 


‘**The  perimeter  ience  is  used  as  Ihe  bacit  poriion  of  lhe  enclosure  fence  for  the  eleven  whitetail  deer,  This  does  ixH 
raalricl  uriaulharizEd  persona  Irom  having  pfiyaioal  conlaol  Iroiri  outaide  the  porimaier  lartoa.  The  perimataf  lenoe 
cam  not  Function  as  a secondary  oomtainmenl  system  lor  ine  ammals  when  used  as  a portion  ol  the  enclosure  fence 
A Perimeter  fence  needs  lo  be  added  to  this  aection  for  protection  and  well  being  ql  the  animals. 

'“There  is  a large  section  ot  the  wire  perimeter  fence  behind  the  owl  monkey  and  ferret  enclosures  which  have 
qjcc&agiva  loliage  which  has  pushad  lha  top  bart^od  wira  and  the  supporls  down  to  a height  of  apprOKimatoly  six  leot 
six  inches.  In  this  same  area  Ihere  is  a gap  el  approximately  six  ir^ches  high  and  2i  inches  long.  The  fence  needs  to 
be  repaired  and  brought  up  to  the  required  eight  feel  in  height.  Foliege  needs  to  be  oontrblled  to  rTieintein  tbe 
siruclural  inlegnty  of  Ihe  perimeter  fence. 

Corractbyi  1M5>M. 


End  of  report, 
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3,127  (t?) 

FACILITIES.  OUTDOOR 

ft?)  Shelter  From  iricleiiiierift  weather.  Maiural  or  artificial  sFielter  appropriate  to  tfie  local  climatic  conditions  For  the 
specisa  cdrio^rMad  ahall  ba  pra-vidad  Far  alt  animala  kapl  ouldaora  ta  atlord  IFiain  protaatiDri  and  10  pravenl  discam'lairt 
to  such  animals 


'**Thare  were  four  yoting  tigers  In  an  outdoor  enclosure.  A large  blach  piastre  dralniage  pipe  and  one  large  plastic 
dog  kernel  were  provided  for  shelter.  TFie  licensee  stated  tFiat  arrolFier  large  dog  kennel  Fied  been  remeved  From  tFie 
ernclasurd  because  live  tigers,  luad  deslreyed  it  AddiLionaJ  sTieller  rre^de  te  be  added  ar  a larger  shelter  must  be 
provided  to  atford  all  tfie  tigers  access  to  sFieller  al  tfie  same  time.  TFre  sFieHer(s)  musi  be  large  eimigh  For  all  tFie 
tigers  to  make  normal  poelural  movernants. 

CorrEct  by:  09-02-09. 

TFiia  inspection  was  a Focused  inspection  oF  the  liger  cub(s)  only. 

End  of  report, 


Prepared  By: 

MEGAN  E ADAIdS.  A C I USDA,  APHIS,  Animal  Care  Date: 
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Received  By; 
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Date; 
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3,127  W 

FACILITIES.  OUTDOOR 

(d)  Perimteier  fence  On  cr  after  May  17, 2000,  all  ouldoor  housing  facilities  (i.e.,  lacililies  not  entirely  inttoors)  must 
be  er'bClDaed  by  a perimBlar  Panaa  that  ia  al  eulPicianl  haighi  ta  keap  anitnala  and  unaulharizad  paraana  bul.  Fanaea 
less  than  S feet  high  for  polenlially  dar^gerous  animals,  stich  as,  bul  not  limited  to,  large  Felines  (e.g,,  lions,  tigers, 
leopards,  tgugara,  etc.),  bears,  wgives,  rhirpfpargs,  and  elephanda-,  gr  teas-  than  0 fae1  high  tar  other  animals  must  be 
approved  In  wriling  by  the  Administrator.  The  Fence  must  be  constructed  so  that  it  protects  the  ammals  in  Ihe  Facility 
by  restricting  g nirtiala  and  unauthorized  persons  from  going  through  it  or  ur>der  i|  a.rd  having  contact  with  |he  arimglg 
in  the  facility,  and  ao  that  it  can  function  as  a secondary  cortlainmant  syslem  iot  tha  animals  in  the  Facility.  It  musJ  be 
of  sulficieni  distance  From  the  outside  oF  the  primary  enclosure  to  prevent  physical  contact  between  animals  inside  Ihe 
enclosure  and  animals  dr  persons  outside  the  perimelar  fence.  Such  tanoea  la^s  than  3 feat  in  distance  from  the 
primary  enclosure  must  be  approved  in  writing  Fty  the  Administrator. 

’'“Trie  perimeter  lence  thal  surrounds  the  Facility  rs  not  6 leal  high  in  mulllple  areas.  The  areas  of  cencern  are 
located  on  the  left  side  and  rear  area  of  Ihe  property  near  iho  new  lion  and  tiger  enclosures.  The  ferreing  in  lhal  grea 
has  been  covered  wllh  din  and  gravel  due  te  drainage  and  run  off  on  ihe  ptraperLy.  Renions  of  the  lence  lecaLed  in 
thal  area  msasure  6.6  leet  high.  The  perimeter  Ferce  must  be  S Feet  high  and  musi  be  constructed  so  that  il  ptolects 
the  animals  m the  faciirty  by  restridting  animals  end  unauthorized  persorts  Irom  gK^ing  ihrough  ii  or  urtder  it  and  having! 
contact  with  the  animals  in  the  lacilily,  and  so  thal  it  can  Function  as  a secondary  containment  syslem  for  the  animals 
in  the  taciFtty.  Correct  by;  November  22,  2000 

Reviewed:  Program  of  Velerinary  Care;  Acquisition.'Disposilion  Records 
END  OF  FEPOPT 


Prepgred  By: 

CAROL  G PORTER.  A C I USDA,  APHIS,  Animal  Care  Dote: 

Title;  ANIMAL  CARE  INSPECTOR  Inspector  1069  Se[v-2£-£Ci06 


(b)(e),  (b)(7)(c) 


Title; 


Page  i ui  i 


Dote: 

Se[v-££-£006 


USDA 


United  SHates  Deparimenr  of  Agriculture 
Animal  and  Planl  HdaHh  liiafnclion  S^arvica  in^ 

Inspection  Report 


sue  ARMS  ZOOLOG  1C  AL  RESCU  E AMD  Cuslomer  I D;  1 6535 

Ceftificale;  53-0-0363 

36909  BLANTON  FD,  Sile;  001 

STEARNS  ZOOLOGICAL  RESCUE  AMD 

Type;  ATTEMPTED  INSPECTION 

DADE  CITV^  FL  33S25  Dale;  May-20-£ti0& 

2,126  (a>  (1) 

ACCESS  AND  INSPECTION  OF  RECORDS  AND  PROPERTY, 

(a)  Each  dealer^  exhibitor,  intermediate  handler,  or  carrier,  shall,  during  busiriess  hours,  allow  APHIS  afUdals;  (1)  To 
arilar  ila  placai  of  buairioas. 

“'On  Tu^ay,  May  20,  SOQSk  lha  lioentsae  did  not  have  a raspanaibte  parson  availatile  lo  oanduct  an  animal  welfare 
inspection.  This  is  Ilia  Iliist  atlempted  inspacllon.  A responsibla  parson  inusl  bo  avallabla  to  accompany  the 
inspector  on  -an  animal  welfare  inspectiijn.  Pleeae  contact  me  via  voicemail  at  7l>3-S12-SiJ33  if  your  hours  of 
operation  havo  changacl.  Corraot.  Immadialaly 

LAST  INSPECTION:  De«mher  18,  2007 

ANIMAL  INVENTORY:  No  animals  inapaoted  at  this  time. 

END  OF  REPORT 


Prepared  By: 

CAROL  G PORTER,  A C I USDA,  APHIS,  Animal  Care  Date: 

Title;  ANIMAL  CARE  INSPECTOR  Inspector  1069  May-£Ci-£0Ci& 


(b)(e),  (b)(7)(c) 


Title; 


Page  i ui  i 


Date; 

May-£0-S00& 


USDA 


United  States  Depanment  of  Agriculture 
Animal  and  Planl  Hsallh  liispsclion  S^arvica  in^ 

Inspection  Report 


SITE  ARMS  ZOOLOGICAL  RESCUE  AMP  REHAB 


Customer  IP:  ie535 
Certificate:  53-0-0303 
Site;  001 

eTFARNSTCOIOClCAl  HFSOJF  AWR  RFl-WR 


3600&  BLANTON  FP, 
PAPE  CITY,  FL  33S2S 


Type:  ROJTINE  INSPECTION 
Pale:  Pec-18-2007 


Mo  noncompliant  items  identtified  during  inspeclion. 
Reviewed;  Acquisitioni'Disposrtwri  records 
END  OF  REPORT 


Prepared  By: 

CAROL  G PORTER.  A C I USPA,  APHIS,  Animal  Care  Pate: 

Title:  ANIMAL  CARE  INSPECTOR  Inspector  1069 Pec-13-2007 


(b)(e),  (b)(7)(c) 


Title; 


Page  i i 


Date: 

Pec-13-2007 


